
Solid Jaw Stationary Base Vise 

Furnished with machined flat base for easy mounting, no-pinch main screw handle, and replaceable hardened steel jaw plates. Continuous rolled thread on 
main screw makes it stronger than conventional cut thread. 


Conforms to Fed. Spec. GGG-V-410, Type VI, Class I. 


Vise No 

Item No. 

Jaw Width 

Jaws open 

Throat depth 

Approx. 

weight 

List price 

103 

11030 

3" 

4" 

3" 

251b 

$140 

103.5 

11035 

3.5” 

5" 

4" 

301b 

$173 

104 

11040 

4" 

6.5" 

4" 

451b 

$213 

104.5 

11045 

4.5" 

7" 

4.5" 

551b 

$255 

105 

11050 

5" 

8" 

5" 

651b 

$312 

106 

11060 

6" 

10" 

6.25" 

951b 

$512 

108 

11080 

8" 

12" 

8" 

1651b 

$1113 


YOST MACHINISTS’ SWIVEL BASE VISE 



Solid Jaw Swivel Base Vise 

Full 360° swivel base, with 2 lockdowns. This vise also maintains the same quality as the Stationary Base Vise. 


Conforms to Fed. Spec. GGG-V-410, Type VI, Class 2. 


Vise No 

Item No. 

Jaw Width 

Jaws open 

Throat depth 

Approx. 

weight 

List price 

203 

12030 

3" 

4" 

3" 

301b 

$184 

203.5 

12035 

3.5" 

5" 

4" 

381b 

$212 

204 

12040 

4" 

6.5" 

4" 

541b 

$282 

204.5 

12045 

4.5" 

7" 

4.5" 

671b 

$323 

205 

12050 

5" 

8" 

5" 

721b 

$391 

206 

12060 

6" 

10" 

6.25" 

1051b 

$636 

208 

12080 

8" 

12" 

8" 

1791b 

$1328 










































































YOST STATIONARY COMBINATION PIPE VISE 



Solid Jaw Stationary Base 

The hardened, interchangeable pipe jaws are set back from the main jaws, and consequently do not interfere with its use as a machinist’s vise. They are 


Vise No. 

Item No. 

Jaw Width 

Pipe capacity 

Jaws open 

Throat depth 

Approx. 

weight 

List price 

131C 

10131 

3.5" 

0.125"-2.5" 

4" 

4.5" 

331b 

$220 

132C 

10132 

4.5" 

0.125"-3.5" 

6" 

5.5" 

561b 

$300 

133C 

10133 

5" 

0.125"-4.5" 

7.5" 

6" 

851b 

$437 

134C 

10134 

6" 

.25"-6" 

10" 

7.5" 

1481b 

$674 


YOST SWIVEL COMBINATION PIPE VISE 



Solid Jaw Swivel Base 

Full 360° swivel base, with 2 lockdowns. This vise also maintains the same qualities as the combination stationary base vise. 


Conforms to Fed. Spec. GGG-V-410, Type IV. 


Vise No. 

Item No. 

Jaw Width 

Pipe capacity 

Jaws open 

Throat depth 

Approx. 

weight 

List price 

31C 

10031 

3.5" 

0.125"-2.5" 

4" 

4.5" 

401b 

$260 

32C 

10032 

4.5" 

0.125"-3.5" 

6" 

5.5" 

631b 

$364 

33C 

10033 

5" 

0.125"-4.5" 

7.5" 

6" 

961b 

$539 

34C 

10034 

6" 

.25"-6" 

10" 

7.5" 

1651b 

$818 


YOST SHEET METAL WORKER’S SWIVEL VISE 



Solid Jaw Swivel Base Vise 

























































Specially designed for sheet metal work. Large smooth jaw plates give the vise a firm hold without marring the material it is holding. Includes a full 360 degree 
rotation on a guaranteed no slip base with 2 lock-downs 


Meets Fed. Spec. GGG-V-41 0, Type III. 


Vise No. 

Item No. 

Jaw Width 

Jaws open 

Throat depth 

Approx. 

weight 

List price 

503 

10503 

4.5” 

9" 

5.25" 

611b 

$366 


YOST DRILL PRESS VISE 



This vise eliminates the need for special and costly jig fixtures necessary in the performance of so many drill press operations. The vise, while heavily 
constructed, is very compact; the material is of the best quality and so distributed to properly withstand the hard usage to which a vise of this character is 
subject. Also available but not shown, quick-adjusting model (1DQ and 2DQ) 


Vise No. 

Item No. 

Jaw Width 

Jaws open 

Throat depth 

Approx. 

weight 

List price 

ID 

10035 

3.5" 

4" 

1.75" 

12.51b 

$128 

2D 

10050 

5" 

5" 

1.75" 

23.51b 

$176 

1DQ 

10235 

3.5" 

4" 

1.75" 

121b 

$135 

2DQ 

10250 

5" 

5" 

1.75" 

231b 

$184 


YOST HEAVY DUTY ALL STEEL SWIVEL BASE BENCH VISE* 


Features heavy-duty all steel construction, 360°swivel base with dual lockdowns, replaceable steel jaw faces, permanent pipe jaws, reinforced polished anvil 
horns, black en amel bodies with plate d screws and handles_ 


Vise No. 

Stem No. 

II 

Jaw Width 

II 

Jaws open 

Approx, weight 

List price 


*940 

|| 10940 

II 

4" 

II 

4" 

191b 

$55.50 


|*950 

] 10950 

II 

5" 

II 

5" 

271b 

$70.50 


|*960 

] 10960 

II 

6" 

II 

6" 

351b 

$85.50 


*980 

1 10980 

JL 

8" 

JL 

8" 

461b 

$130.50 


y* Import 



YOST ALUMINUM VISE JAW CAPS 













































































Designed to protect fine work from serrated jaw facings. 
Meets Fed. Spec. GGG-C-00137B 


Jaw # 

Item No. 

Vise Jaw Size 

List price (pair) 


|325 

10325 

2.5" 

$15.00 


|330 

j10330 

3.0" 

$18.00 


|335 

j10335 

3.5" 

$19.50 


|340 

10340 

4.0" 

$21.00 


|345 

10345 

4.5" 

$22.50 


|350 

j10350 

5.0" 

$27.00 


|360 

j10360 

6.0" 

$36.00 


|380 

10380 

8.0" 

$45.00 
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